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Whats In a Guarantee 2 


E spend very little time writing guarantees. We 

simply say to you, “If you're not perfectly satisfed, 
return the tools.” We know our Nippers and Pliers are 
made of the best material, by workmen skilled in the 
art of Quality Plier making, and that they are the high- 
est standard of quality it is possible to produce. 


We maintain an Inspection Department that we be- 
lieve to be without an equal in its class, and every forg- 
ing is carefully inspected, and each important operation 


is carefully watched and inspected. The finished tool 


is thoroughly tested—and the tools we can’t break are 
the tools you buy. 


That’s what we mean when we say Utica QUALITY, 
and when you have that you don’t have much use for 
guarantees. UricA QUALITY is not confined to any 
one factor of Plier material or construction, but is a 


combination of High Grade Steel, Expert Workmanship, 


and Twenty-five Years of Study in the Art of Quality Pher | 


Making, and a Fixed Determination to Make the Highest 
Class of Phers at a Reasonable Cost. 


ORDERS—AII orders received by us, either from salesmen or by 
mail, are subject to acceptance by the Home Office at 2800 Whites- 
boro Street. We cannot accept orders at other than our regular terms. 


SHIPMENTS—AII shipments f.o0.b. Utica, N.Y. 
TERMS— Our terms are 2% discount in 10 days from date of in- 
voice; net 30 days. West of Mississippi River, 2% discount in 10 


days; net 60 days. We cannot allow discount unless postmark on en- 
velope shows mailing within 10 days of date of invoice. 


Utica Drop Forge & Tool Company 
Utica, -NVY.;-U. 3:4 
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HI | Utica Box Joint Side Cutting Plier 


I 
ia No. 2050 Designed to have the greatest leverage of any Box | 
, Joint Plier on the market, as well as to ‘‘hang’’ prop- | 
WH | erly in the hand. It is forged from a fine quality of steel, carefully 
tempered. ‘The cutting edges are the Utica Standard—the acme of 


1] | cutlery art. The handles fit the hand in its natural grasping position, | | 
ia and are checkered. al 
l| No. ‘2050 Utica Finish Size............. .” 6” ‘a 3” | || 

ie Weight per dozen............ 33 lbs. 5% lbs. 8% lbs. 12 lbs. | | 
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\ | No 5 8 A heavy Lineman’s Side Cutting Plier in the popular type. i 
HH] Its sharp, clean edges and correct shaped handles make it || 
lil an ideal lineman’s plier. | || 
No. 58 Utica Finish Size............ cd ss 8” o” | 
i] Weight per dozen............ 534 Ibs. 9% lbs. 13% Ibs. 15% lbs. | || 
1) | 
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i Utica Lineman’s Heavy Side Cutting Plier al 
| | No L950 One of the best Side Cutting Pliers made. It is a gen- H] 
ie eral favorite with linemen, owing to the shape of the | WW 
i handles and the keen, strong cutting edges, and its adaptability to all Vii 
| kinds of work where a Heavy Side Cutting Plier is used. “The handles a 
ie are checkered, not knurled, which gives an ideal gripping surface when a 
il | the hand is wet, oily or gloved. 7 . a 
Wt I No. 1950 Utica Finish Size............ 6” ‘ed 8” 7 HH 
in Weight per dozen........... 53% Ibs. 94% lbs. 13% lbs. 15% lbs. all 
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Utica Standard Side Cutting Plier 


No. 5O Is the ideal tool for electrical construction work. It is 

lighter in weight than the ordinary Side Cutting Piier but 
so skillfully tempered that the handles will not bend or set when great 
pressure is exerted on them. Its cutting qualities are unsurpassed by 
any side cutting plier. 


No. 50 Utica Finish Size............ 4” > had 6” ta a” 
Weight per dozen............ 2\lbs. 3% ]bs. 6% lbs. 734 Ibs. 10% lbs, 


ee, 


A 
x 


Utica Standard Side Cutting and Splicing Plier 

No. 350 This is the Urica Standard Side Cutting Plier, with 
Splicing Clamps or Sleeve Twister between the handles 

that will take the sleeve without bruising or crushing either sleeve or 

wire, thus doing away with the necessity of carrying an extra tool for 


tying and splicing. The handles are checkered (not knurled), making 
an ideal gripping surface when the hand is wet, oily or gloved. 


No. 350: Utica: Finish. Size............ 4” 5” 6” ad R 
Weight per dozen............. 2lbs. 3% Ibs. 6% Ibs. 73% Ibs. 1034 lbs. 


Se See 


Utica Lineman’s Heavy Side Cutting and Splicing Plier 


No. 3050 The regular Urtca Lineman’s Heavy Side Cutting Plier 

with the Utica Special Splicing Clamp or Sleeve Twister 
between the handles that will take the regular or combination sleeve 
of any size without bruising or crushing the wire or the sleeve. ‘This 
feature does away with the necessity of carrying an extra tool for 
splicing and tying. 


No. 3050 Utica Finish Size............. 6” al 8” 9” 
Weight per dozen........... 6 Ibs. ; 9% lbs. -13-4 lbs. 15% Ibs. 
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Utica Competition Side Cutting Plier 


This Plier is made along the same lines as our No. 
No. pe 50, with the exception that it is not so nicely finished. 


The handles are smooth instead of checkered, and are Black instead 
of Urtca Blue. It makes a very good Plier for persons desiring a 
serviceable tool at a moderate price 


No. 1050. Black Finish Size............. 4” 5" 6” 7° 3” 
Weight per dozen............ 2lbs. 3% lbs. 6% lbs. 734 lbs. 103% lbs. 
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Utica Standard Side Cutting Plier with Insulated 
Handles for Low Voltage 


Is No. 50 with a soft rubber sleeve insulation for low 
No. 1650 voltage which is the very best we can buy, but we do 


not guarantee the amount of voltage it will stand. 


No. 1650 Utica Finish Size............ 6” 77 e” 


Weight per dozen............ 6% lbs. 8% lbs. 11% lbs. 


Utica Lineman’s Heavy Side Cutting Plier with 
Insulated Handles for High Voltage 


No. 3950 Is No. 1950 with a soft rubber insulation that will stand 
dropping without fracturing the rubber. It is insulated 
to stand high voltage, but is not guaranteed to stand any certain volt- 
age, as we have the vulcanizing done by people who specialize in 
this work. 


No. 3950 Utica Finish Size............. 6” id er x4 
Weight per dozen............ 6lbs. 9% lbs. 14Ibs. 16% lbs. 
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Utica Box Joint Side Cutting Plier with Insulated 
Handles for High Voltage 


Is No. 2050 with a soft rubber insulation that will stand 
dropping without fracturing the rubber. It is insulated 


No. 4050 


to stand high voltage, but we cannot guarantee it to stand any certain 
voltage, as we have the vulcanizing done by people who specialize in 


this work. 


No. 4050 Utica Finish  Size............. 6” i 8” 
Weight per dozen............ 8 lbs. 10 lbs. 12 lbs. 


Utica Standard Side Cutting Plier with Insulated 
Handles for Low Voltage 


No. 950 Is No. 1950 with a soft rubber sleeve insulation for low 
voltage, which is the very best we can buy; but we do 
not guarantee the amount of voltage it will stand. 


No. 950 Utica Finish Size............ ad ies gi 
Weight per dozen............ 6 lbs. 9% Ibs. 14 lbs. 
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No. 57 A heavy type Lineman’s Side Cutting and Splicing Plier. 
It is designed for pole and ground work, and its sharp, 
lear edges and correct shaped handles, make it a papullir tool with 


linemen everywhere. 


No.'57.. Utica Finish’ Size-.......2..2.. 6” i g” ge 
Weight, per dozen....:..:...:--- 5% lbs. 9% Ibs. 13% Ibs. 15 ¥%lbs. 
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Utica Lap Joint Bull Dog End Cutting Nipper 
No. 60 This Nipper is forged from a fine grade of steel, carefully 
tempered, and is a strong, easy cutting tool. Used by the 
Carpenter, Shoemaker, Machinist, and other mechanics who require 
a high quality End Cutting Nipper that will hold its edge. The handles 
are checkered, making an ideal gripping surface. Furnished for cutting 
music wire on special order. 


No. 60 Utica Finish Size................ o 6” vid 8” 
Weight per dozen............... 534 lbs. 734 lbs. 9 lbs. 12% lbs 
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Utica Box Joint Jeweler’s End Cutting Nipper 

No. 65 This Nipper is forged from a fine grade of steel, carefully 

tempered. A light, strong End Cutting Nipper, used by 

Jewelers, Opticians, Electricians and Machinists. “The keen cutting 

edges and “‘Perfect-Fit’’? handles, which are checkered, make this a 
very popular tool. 


No. 65 Utica Finish  Size............... 4” 414” i 
Weight per dozen............-.- 234 Ibs. 3% lbs. 33% Ibs. 


No. 360 The most powerful Single Lever Nipper made—it 1s 

nearly as powerful as the Compound Nipper. For Shoe- 
makers’ work it is unexcelled. The cutting edges are keen and strong, 
the handles are the Utica ‘‘Perfect-Fit’’ and will not hurt the hand. 
Furnished for cutting shoe nails when so ordered. 


No. 360 Utica Finish Size............ o* 6” a 8” 
Weight per dozen............ Slbs. S8lbs. 11]bs. 14% lbs. 
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Utica Lap Joint Long Chain Needle Nose Plier 


No. 1033 For use by Bicycle, ‘Telephone and Typewriter Repair 
Men, Opticians, Jewelers and Watchmakers. ‘The 
spring-tempered nose and “‘Perfect-Fit” handles make it a good tool for a wide 
range of work. The handles are checkered, making an ideal gripping surface when 
the hand is wet, oily or gloved. This Plier also takes the place of No. 33. 
No. 1033 Utica Finish, Size............ 514” 614” 
Weight per dozen............ 3 lbs. 31% lbs. 
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Utica Lap Joint Long Needle Nose Plier 


No. aia] This Plier has a long, half-round, spring-tempered nose 
and is especially adapted to fine work. On Switchboard 
work and in assembling small electrical apparatus it is indispensable. The handles 
are the Utica “‘Perfect-Fit’”’, and they enable the mechanic to use the Plier with- 
out cramping his hand. Automobilists will find this an ideal tool to carry in the 
kit for repairing inner tubes, inserting plugs, drawing cotter pins, etc. 
No. 777 Utica Finish Size............ 516” 616” 
Weight per dozen.......... 24 |bs. 31% lbs. 
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Utica Lap Joint Curved Needle Nose Plier 


No. 888 The long curved, spring-tempered nose enables one to 


use the Plier in deep or narrow places without turning 
or twisting the hand, as in assembling jigs, fixtures, electrical apparatus, type- 
writers, etc. The handles are checkered. ; 


No. 888 Utica Finish Size 534” Weight per dozen, 214lbs. 
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Utica Box Joint Extra Long Chain Nose Plier 
No 55 A long, slender spring-tempered Needle Nose Side Cut- 
} ting Plier. For use by Jewelers, Opticians, Assemblers 
of Electrical Apparatus, Machinists, Typewriter Repairmen, and in 
all general work which calls for a high grade plier that will stand up. 


No. 55 ~ Utica Finish © Size............... 54%” 6%” ig 
Weight per dozen...............: 4% Ibs. 634 lbs. 8% Ibs. 


Utica Lap Joint Long Needle Nose Side Cutting Plier 


No. 65 5 This Plier is specially adapted for extra fine work. It 

is forged from an extra quality of steel, and its carefully 
spring-tempered nose and keen, strong cutting edges make it a most 
desirable tool for fine work. The handles are checkered. This Plier 
also takes the place of No. 654. 


No. 655 Utica Finish  Size............... 5%” 6%” 
Weight per dozen............... 3 lbs. 3% Ibs. 
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Utica Box Joint Jeweler’s Long Chain Nosé Plier 


No. 53 A Box Joint Long Chain Nose Plier that is particularly 

adapted to any work where a plier is required to twist, 
such as jewelry repairing, chain making, assembling, electrical appa- 
ratus, typewriter, etc. “The box joint prevents side play. 


No. 53 Utica Finish Size............... 5%” 6%” ’ 
Weight per dozen............... 4% lbs. 634 lbs. 8% Ibs. 
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Utica Lap Joint Long Chain Needle Nose Plier 


No 30 A long Chain Nose Plier with sleeve twister for Telephone 
and Switchboard Workers and Telephone Repair Men. 


No. 30 Utica Finish  Size............ 54” 6%” 
Weight per dozen............ 3 Ibs. 314 lbs. 


Utica Lap Joint Long Reach Flat Nose Side Cutting Plier 


A long Flat Nose Side Cutting Plier, indispensable for 
No. 650 working in deep and narrow places. Used by Tele- 


phone and Switchboard Builders and Electrical Workers of all kinds. 
The cutting edges are clean and are guaranteed to stand up. 


No. 650 Utica Finish  Size...........: 514” 614” 
Weight per dozen............ 344 |bs. 41bs. 
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Utica Box Joint Long Reach Flat Nose Side Cutting Plier 


No. 12 4 This is a Long Reach Flat Nose Side Cutting Plier in 

the Box Joint type, giving it a strong working joint 
indispensable in reaching into deep and narrow places where the 
plier is used for twisting. For use by Telephone and Switchboard 


- Builders and General Electrical Workers. 


No. 124 Utica Finish Size............ 54” 614” y hal 
Weight per dozen............ 344 lbs. 41bs. 434 lbs. 
10 


Utica Flat Jaw Loomfixer’s Plier 


No. 32 A long, slender, spring-tempered Flat Nose Plier with the 
Utica °’Perfect-Fit’’ handle. For use by Loomfxers, 
Weavers, Knitters, and on various other kinds of mill work where a 
high quality spring-tempered Flat Nose Plier is used. 
No. 32 UticaFinish Size............ 5%” 6%” 


Weight per dozen............ 3- Ibs. “332: Ibs. 
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Utica Box Joint Concave and Convex Nose Weaver Plier 
No. 123 A strong Box Joint Long Flat Nose Side Cutting Plier, 


indispensable for working in deep or narrow places where 


side twisting is necessary. Used by Telephone, Switchboard and all 
Electrical Workers. 


No: 123). .Wtiea. Finish, -Size-..:........ 54” 6%” ie! 
Weight per dozen............ 4% lbs. 63 lb 


. 8% lbs. 
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Utica Concave and Convex Nose Weaver Plier 


No 28 This Plier is a great improvement over the old style 
weaver plier, in that it enables one to straighten the reeds 


without twisting the hand. The bent reed is placed between the 


spring-tempered concave and convex jaws and by pressing the jaws 
firmly together the reed is straightened. 
No. 23 Utica Finish Size............ 5” 6%” 
Weight per dozen........... 3lbs. 3% lbs. 
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Utica Box Joint Milliner’s Plier 


No. 025 This is a Box Joint Chain Nose Milliner’s Plier, and is 
used by Milliners, Hat Frame Makers and Artificial 


Flower Makers. It has a special type of cutting edges that will cut silk covered 
wire without drawing the silk or bruising the wire. It has a hole in the handle so 
that it can be hung from a ribbon or cord. 


No; 025.. Utica Finish Size............ 4” 4” hd 
Weight per dozen....._..... 2 Ibs:. 23% lbs. 3 Ibs. 


Utica Milliner’s Plier 


No O24 ‘This Plier isa light, Short Chain Nose Plier for use 
; by Milliners, Hat Frame Makers and Artificial Flower 


Makers. This Plier has special cutting edges which will cut silk covered wire 
without drawing the silk or bruising the wire. It has a hole in the handle through 
which a ribbon or cord can be run and hung from the waist for convenience. 


No. 024 Utica Finish Size............ 4” 5" 
Weight per dozen............ 2 Ibs... -25% dbs. 
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Utica Short Chain Nose Machinist’s Plier 
No. 622- This Plier is a Short Chain Nose Side Cutting Plier, an 


ideal tool for the machinist or mechanic requiring a light, 
strong Side Cutting Plier with a spring-tempered nose. The checkered handles 
are designed to fit the hand in its natural grasping position. 


No. 622 Utica Finish Size 5” Weight per dozen, 234 lbs. 
TZ 


No. 61II This is a Utica Box Joint Cotter Pin Pulling Plier for 


\ 


Zz ZZ <Z 
Oe 
ss “éOS%F 
git 


bb 


> \ 


SRR rT yi 


i 
(Qo) 
heal 


i 


‘Wh 
SSSA NY 
aS! A“ ——~" \ 

x -" —— 


x 
Sor 
SPH ILSS 


No. 431 This is a Box Joint Heat Coil Plier with long spring- 
tempered jaws for holding cylindrical objects of any kind 
and inserting heat coils. Used by Chemists, Jewelers and Opticians. 


No. 431 Utica Finish Size............ 51” 6%” is 


Weight per dozen............ 3% Ibs. 3% lbs. 4 lbs. 


PEED 


Ness 431 This Plier has specially shaped spring-tempered jaws 

for holding cylindrical objects and inserting heat coils 
used by Electricians, Telephone Men, Chemists, Opticians and Jew- 
elers. The handles are designed to fit the hand in its natural grasping 
position and are checkered, making an ideal gripping surface 


No. 1431 Utica Finish Size............ 5%” 6%” 
Weight per dozen............ 3% lbs. 3% lbs 
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Utica Box Joint Cotter Pin Pulling Plier 


use by Assemblers of small automobile parts, such as 
generator, starting and lighting systems, and other classes of work | | 
where cotter pins are used. | 


No. 611 Utica Finish Size............. ae 6%” ‘i 
Weight per dozen............ 3 lbs. 3% lbs. 4 lbs. 
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Utica Lap Joint Cotter Pin Pulling Plier 
No. 612 Lhis is a new tool for which there is a growing demand, 


just as. steady as the motor trade grows. It makes an 
ideal tool for small cotter pins in out-of-the-way places, and is so made 
that the cotter pin can be drawn at almost any angele. 


No;.612 Utica Fmish ‘Size.~.......: 5%” 6%” 
Weicht per dozen... 3 Ibs. 3% lbs. 


Utica Box Joint Flat Jaw Loomfixer’s Plier 
No. 239 This is a Box Joint Flat Jaw Loomfixers’ Plier with a 


long thin spring-tempered nose, for use by Loomfixers, 
Weavers and Knitters, particularly adapted to needle work. 


No.'232. Utica Pmish Sizes. 5%” 6%” 7” 
Weight per dozen............ 3 lbs. 3% lbs. 4 Ibs. 


Utica Duck Bill Plier with Concave and Convex Jaws 


No. 8 5 This Plier is a great improvement over the old style weaver 

plier, in that it enables one to straighten the reeds without 
twisting the hand. The bent reed is placed between the spring-tem- 
pered concave and convex jaws and by pressing the jaws firmly to- 
oether the reed is straightened. It is also used by Jewelers and Opticians. 


No. 85 Utica Finish Size 4” 44%” a 5%” 
Weight per dozen 2% lbs. 3 lbs. 3% lbs. 434 lbs. 
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Utica Duck Bill Plier with Flat Jaw 


No. 86 A long, slender, spring-tempered Duck Bill Flat Nose 


Plier with the Utica ‘“‘Perfect-Fit’’ handle. For use by 
Jewelers, Opticians, Loomfixers, Weavers, Knitters, and on various other kinds 
of mill work where a high quality, spring-tempered Duck Bill Plier is used. 
No. 86 Utica Finish Size 4” 416” 5” 4 
Weight per dozen 27% |bs. 3l1bs. 3144|bs. 434 Ibs. 
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Utica Box Joint Flat Jaw Weaver Plier with Scored Jaw 
FRENCH PATTERN 


No. rr Along, slender, spring-tempered Box Joint Duck Bill 


lier. For use by Jewelers, Opticians, Loomfixers, 
Weavers, Knitters, Radiator Repairmen, and on various other kinds of mill work 
where a high-quality, spring-tempered Duck Bill Plier is used.' 


No. 11. Utica Finish Size.......... 5” 514” 6” 614” ac 716" 
Weight per dozen.......... 3l4lbs. 434 |bs. 5144 lbs. 614 lbs. 7 lbs. 814 lbs. 
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Utica Box Jom Duck Bill Plier with Concaveand Convex Jaws 
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No. 42 Is used by Telephone Men, Switchboard Builders and 


Electricians in assembling all kinds of electrical apparatus. 
The cutting edges are designed so they will cut silk covered wire without injuring 
the covering or bruising the wire. The handles are checkered. Furnished for cut- 
ting small-diameter music wire if so ordered. 


No. 42 Utica Finish Size......... 4” 44%” a 52” 6” 6%” 
Weight per dozen......... 2lbs. 2% lbs. 3 lbs. 3% lbs. 4% lbs. 4% lbs. 
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Utica Diagonal Cutting and Wire Stripping Plier 
No. 43 Is used by Telephone Men, Switchboard Builders and 


Electricians in assembling all kinds of electrical apparatus. 
The cutting edges are so designed that they will cut silk-covered wire without 
injuring the covering or bruising the wire. This Plier has a new feature—a wire- 
stripping notch which adds greatly to the utility of the tool, giving a wider range 
of uses. 
No. 43 Utica Finish Size......... a" 4%” 5%” 6” 6%" 
Weight per dozen......... 2lbs. 2%lbs. 3lbs. 34% lbs. 4% Ibs. 4% lbs. 


a 


Utica High Leverage Center Cutting Plier 
No. 607 This tool was designed to meet a demand for a high- 


orade, easy wire-cutting tool. Used for cutting wire on 
baled hay, paper, rags and waste; also for cutting wire strapping on packing cases, 
bundles of steel and work where a cutting plier is necessary for quick work. 
No. 607 Utica Finish Size 7” Weight per dozen, 7 %lbs. 


Utica Compound End Cuttin ip 


No. 3 This Nipper is used by Toolmakers, Machinists, Jewelers, 

: Florists, Piano and Spring Bed Manufacturers, Bicycle and 
‘Typewriter Makers, and Repairmen in general. Jaws for cutting music wire can 
also be furnished. The handles are double roll and checkered, making an ideal 
gripping surface. These with other new features make an ideal Compound Nipper. 


No. 3 Utica Finish Size........... 4%" 54%” 74%" 9” 


Weight per dozen............ 4lbs. 63% |lbs. 12% lbs. 22% lbs. 


Utica Box Joint Jewéler’s End Cut 
No. 465 This is a Box Joint Jeweler’s End Cutting Nipper with 


a special jaw for cutting soft metal only, such as gold, 
silver, platinum and copper wire, and is not to be used on any harder metal. 


No. 465 Utica Finish Size.:.......... 4” 4%” 5” 


Weight per dozen............ 234 lbs. 3% lbs. 334 lbs. 
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Utica Box Joint Slip Joint Plier 


No. 6000: This tool has many advantages over the ordinary Slip 
Joint Plier. The jaws where all the work is done are 
supported equally on both sides of the Plier, there being no one-sided twist or 
strain on the rivet or bolt when gripping or cutting. It also does away with the 
large-headed bolt and nut which is always in the way anda continual source of 
annoyance to the user. On the oldstyle Slip Joint Plier the strain is all on the bolt 
and nut and it wears quickly, making the Plier practically worthless in a short time. 
No. 6000 Utica Finish Size............ 7” hy il’ 
Weight per dozen........... 8 lbs. 9 Ibs. 934 lbs. 
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H} Utica Universal Plier i | 
Hi = =6©°6OUWNo 400 This is a Universal Plier in the fullest sense of the word. all | 
ie ; Its uses about the house, office, workshop, garage and i 
| barn are unlimited. It has a Wire Cutter on each side of the joint that | 

| will cut—not mash—the wire. It also has a Side Cutter for cutting aii 


| | large or insulated wire. The Burner Grip has milled teeth that will 

iia erip and hold firmly with very little pressure on the handles. aii 

lie No. 700 Utica Finish Size 7” Weight per dozen, 81% lbs. ‘all 

| 1 

I | all | 
HT | i | 
Ht | HH | 
I | 

ig No 706 The original Universal Plier brought back to life with all 

ie . modern improvements in plier construction. An ideal 1 


| 

] | | tool around the house, barn, garage and workshop. 

im No. 706 Utica Finish Size 6” Weight per dozen, 6 lbs. | 
f 
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| | 
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| | Utica Combination Chain Nose and Burner Plier 

| 


No. 125 Used by Plumbers, Electricians, Machinists and General 

Repair Men, owing to its adaptability to so many kinds 
Hy | of work. The teeth in the burner grip are designed so they will grip 
ia and hold firmly with very little pressure on the handles. “The chain 
Hl | nose feature adds greatly to the utility of the Plier. 
ie No. 125 Utica Finish Size Bas 5%” 
| Weight per dozen 334 lbs. 3% lbs. 
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Utica Round End Combination Burner Plier 
No. 328 This Burner Plier is used by Plumbers, Electricians and 


Machinists, and makes a good all-around tool. “The 
teeth in the burner grip are milled, the cutting edges are keen, and the handles 
are designed to fit the hand in its natural grasping position. 


No..-325- Utica Fimish Size............. _" 5%” 
Weight per dozen............ 334 lbs. 3% lbs. 
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Utica Combination Flat Nose Burner Plier 


No. 25 This Plier is used by Plumbers, Electricians, Machinists 


and General Repair Men, owing to its adaptability to so 
many kinds of work. The teeth in the burner grip are designed so they will grip 
and hold firmly with very little pressure on the handles. The cutting edges are 


the Urica Standard cutting edges. 
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No. 25° Utica Pf imishe.:Size............. 5” ee 
Weight per dozen........... 334 Ibs. 3% lbs. 
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Utica Gas and Burner and Wire Cutting Plier 


No 130 This Plier was designed to meet the ever-increasing 
demand for a quality Gas and Burner Plier. It has a 

larger capacity than the ordinary Gas and Burner Plier. The handles are so shaped 

that in grasping a large pipe a firm grip may be had with very little pressure on 

the handles, which are also designed to fit the hand in its natural grasping posi- 

tion. It also has a wire cutter between the jaws that will cut and hold the end of 

the wire. It can be used as a wrench in a great many Cases. 

Nov-130: titres; amish - Size..:.......:. sald 6” u 3” 10” 
Weight per dozen............ 4lbs. 5lbs. 634 Ibs. 934 lbs. 15% lbs. 
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ie Utica Box Joint Slip Joint Plier 

i Note the heavy, well-shaped handles, made to fit the 
No. qoneny hand, so that great pressure can be exerted when the 
Plier is open. All handle-spring, and any possible set, is eliminated 


The grip has milled teeth, designed to hold firmly when a slight pres- 


sure is exerted. “The handles are double roll and checkered, thus en- 
abling the user to hold the tool without fear of its slipping. 


No. 4000 Utica Finish Size............ "a 9” lig 
Weight per dozen...........: 7% lbs. 834 Ibs. 934 Ibs. 
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Utica Giant Button’s Plier 
| No. 1000 The Original Button’s Plier, with four Wire Cutters. 


‘The two cutters between the jaws are so designed 
that the wire after it is cut is held between the jaws. This feature 
adds to the utility of the tool and the advantage of handling the wire 
with less trouble is evident. The handles are checkered (not knurled), 
which affords an ideal grip when the hand is wet, oily or gloved. 
Farmers will find this an ideal tool for use in cold climates, as it can 
be used without taking off the glove. 


No. 1000 Utica Finish Size............... 6” :- 16” 
Weight per dozen............... 634 lbs. 10% lbs. 1734 Ibs. 


Utica Stop Joint Button’s Plier 


‘This Plier was designed to meet the demand for a 
No. coe medium priced Button’s Plier with a stop joint. It has 
smooth handles and is finished in a Black finish instead of Utica 
Blue. A good tool at a moderate price. 


No. 3000 Black Finish Size............ 6” 2” 10” 
Weight per dozen............ 6% ibs. 1034 Ibs. 16% lbs. 
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Original King Pattern Button’s Plier 


i] | No. 303 The good old fashioned kind brought back with an 
il | | up-to-date finish, and carrying a real guarantee. 

Ht | No. 303 Utica Finish Size............ 6” 3” 10” 

i Weight per-dozen............ 634 lbs. 10% lbs. 1734 Ibs. 
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| Utica Giant Staple Pulling, Wire Stretching 

ie Fence Repair Plier 


i] | No. 100 This is a new and useful tool, designed to make, pull 
| : and drive staples, cut wire, stretch wire, and to meet 
the demand for an all-around tool for the Farmer, Fence Builder and 


| Fence Repair Man. Special illustrated circular on request. 

| | No. 100 Utica Finish Size 10” Weight per dozen, 20 Ibs. 
1 | 
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Utica Black Bull Three-Point Staple Puller 


ie No. IQOO The best, the handiest, and the easiest Staple Pulling 
ie Tool made. It pulls staples straight, drives staples 
Hi straight, cuts wire, straightens wire, splices wire, stretches wire, draws 
| staples from poultry netting, woven wire fence; pulls nails and, in case 
ie the staple is broken, pulls the prong. It is not only handy as a fence 
HI | tool, however, but a necessity around the farm, barn, office and house, 
ie as a handy utility tool. Farmers will find this an ideal tool for use in 


Hh | cold climates, as it can be used without taking off the glove. 
i] | : No. 1900 Utica Finish Size 10” Weight per dozen, 25 lbs. 
ie 21 
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Original Russell Staple Puller 
INO: 1909 This is a good all-around Fence Tool. It drives 


staples, pulls staples, cuts wire, splices wire, straight- 
ens wire and stretches wire. It makes a good general Farm Tool. It 
is forged from a fine grade of steel, and we guarantee it to at all times 
render a good account of itself. 


No. 1909 Utica Finish Size 10” Weight per dozen, 20 lbs. 
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Utica Pattern Carpenter’s Pincers 


No 241 This tool was designed to meet a growing demand fora 
high quality Carpenter’s Pincer that will cut nails and 
stand hard service. 


Now 241: - Utiea Pimish- Sive>.........:... 6” iad alle 1" 
Weight per dozen............... 7 lbs, (10 Tbs, «> i dbs, ~~ “17 Tbs. 


Utica Carpenter’s Pincers (Ball and Claw) 


No. I4I This is the standard type of Carpenter’s Pincers of the 

ball and claw type, with strong sharp cutting edges 
‘“that will cut’?’—that is a favorite with the Carpenters and Cabinet 
Makers. The shape of the head is so designed that it will remove fine 
molding. without scratching or marring. 


No. 141, Utica Finish  Sizé........2...-. 6” ad 8” 10” 
Weight per dozen............... fibsx DO ees, | dibs. 17 is, 
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Utica Box Joint Flat Nose Plier (Light Pattern) 
No. 200 This short Flat Nose Box Joint Plier is forged from a 


fine quality of steel, carefully tempered. It is used by Jewelers, 
Watchmakers, Opticians, Electricians, and in vatious other kinds of work where 
a light, high quality Flat Nose Plier with the proper “‘hang’’ is required. 


No. 200° Utica Finish Size: -:..-.:. 4” 4" ow 5%" 6” ae 
Weight per dozen......... 2z%lbs. 3 lbs. 3% Ibs. 434 lbs. 5% lbs. 6% lbs. 
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Utica Box Joint Round Nose Plier (Light Pattern) 
No. 210 This Round Nose Box Joint Plier is forged from a fine 


quality of steel, carefully tempered. It is used by Jewelers, 
Watchmakers, Opticians, and on various other kinds of work where a light, high 
quality Round Nose Plier is 1equired. Note the wide, well shaped handles. 


No. 210 Utica Finish Size......... 4” 4” 5%” 6” 6%” 
Weight per dozen......... 2% lbs. 3lbs. 3% lbs. 434 lbs. 5% lbs. 674 lbs. 
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Utica Box Joint Chain Nose Plier (Light Pattern) 
No. 220. This Short Chain Nose Box Joint Plier is forged from 


a fine quality of steel, carefully tempered. It is used by Jewelers, 
Watchmakers, Opticians, Electricians, and in various other kinds of work where 
a light, high quality Chain Nose Plier with the proper “‘hang’’ is required. 


No. 220 Utica Finish Size.......... 4” 4” nid so. 6” 6%” 
Weight per dozen......... 2%lbs. 3lbs. 3% lbs. 434 Ibs. 5% lbs. 674 lbs. 
23 
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No. 29 his is a short Flat Nose Plier for use by Jewelers, 

Watchmakers, Opticians and Mechanics requiring a high 
quality plier of this style. It is also used extensively in Manual ‘Train- 
ing Classes and Engineering Schools, as well as in all places where 
quality is desired. 


No. 20 Utica Finish Size......... 4” 4%” 5” 5%” 6. 
Weight per dozen......... 134 lbs. 2lbs. 234 lbs. 3% lbs. 4% lbs. 


Utica Round Nose Plier 


No. 21 This short, Round Nose Plier is forged from a fine quality 
of steel, carefully tempered. It is used ’by Jewelers, Op- 
ticians, Watchmakers, and in various other kinds of work where a 
light, high quality Round Nose Plier, that rests in the hand with the 
proper © hang’’, is required. 
No. 21. Utica Finish Size.......... 4” 41” 5” 5%” 6” 
Weight per dozen......... 1% lbs. 2lbs. 234 lbs. 3% Ibs. 4% lbs. 
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Utica Short Chain Nose Plier 


No. 22 This Short Chain Nose Plier is forged from a fine quality 

of steel, carefully tempered. It is used by Jewelers, Op- 
ticians, Watchmakers, Electricians, and in various other kinds of work 
where a light, high quality Chain Nose Plier with the proper “‘hang’’ 
is required. 


No. 22: Utica Finish Size.......... 4” 4%” oad 514” 6” 
Weight per dozen......... 1%lbs. Zlbs. 234lbs. 3% Ibs. 4% lbs. 
24 
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Utica Box Joint Flat Nose Plier 


No. 4 This Plier in the even sizes is ashort Flat Nose Plier in the 
box joint type, and in the %-inch sizes, a long Flat Nose 
Plier in the box joint type. For use by Jewelers, Watchmakers, Op- 
ticians, Electricians, and in various other kinds of mechanical work, 
where a high quality box joint plier is required. 
4” 414%” 5” 5%” 6” 6%” F dad 7%” 
13 Ibs.” 2iber -23f-lbs. 3% Ibs. 4% Ibs. - 5 Ibs.: 5% lbs.~ 6 Ibs. 
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Utica Bex Joint Round Nose Plier 


No. 5 This Plier in the even sizes is 2 short Round Nose Plier in 
the box joint type, and in the 1%-inch sizes a long Round 
Nose Plier in the box joint type. For use by Jewelers, Watchmakers, 
Opticians, Electricians, and in various other kinds of mechanical work, 
where a high quality box joint plier is required. 
a 4” 5” 5%” 6” 6%” rhs 7%” 
13 Ibs. 2Ibs. 23f Ibs. 3% lbs. 43% Ibs. 5 lbs. 534 Ibs. 6 lbs. 
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No. 6 This Plier in the even sizes is a short Chain Nose Plier in 

the box joint type, and in the %-inch sizes, a long Chain 

Nose Plier in the box joint type. For use by Jewelers, Watchmakers, 

Opticians, Electricians, and in various other kinds of mechanical work, 
where a high quality box joint plier is required. 

4” 44%” 5” 5.44" 6” 6%” iu 7%" 

13 lbs. 2lbs. 234 lbs. 3% Ibs. 4% lbs. 5lbs. 5% Ibs. 6 lbs. 


Utica Compound Lever Seal Press 


No. 2 4 This is a most powerful one-handed Seal Press, made for 
; use on Railroads, by Brewing, Malting and Distilling Con- 
cerns, Express and Electric Light and Gas Companies, for sealing 
cases, cans, meters, etc. : 
No. 24 Utica Finish Size 5%”. Weight per dozen, 734 lbs. 


Quality in Utica Pliers 


Mr. Larson writes again — read it: 


Your favor of the 14th at hand. I re- 
gret that you have not the same style of 
Pliers as the section I sent you. I have 
used these Pliers for ten years and have 
found them to be incomparable as an or- 


namental-iron and wire-worker’s Plier. 
Geo. C.. Larson, Seattle, Wash. 


We improved the Design of this Plier. Its Quality always was the best 


UTICA Pliers have that quality of material and workmanship which 
makes satisfied customers. Note that the nose on this old Plier is not 
battered or dented out of shape 


IED 


DISPLAYS 


Do you want a Clever Tool Salesman? 


Urica Sales Cases and Display Boards sell 
Urica Nippers and Pliers whzle your back 1s 
turned. ‘They contain and show various as- 
sortments of styles and sizes of the most use- 
ful line of tools known, and they present an 
opportunity of doing a full line business at a 
very small expense. 


Progressive dealers will quickly recognize. 
the value of this fast growing, high quality 
line, and the ability of these displays to get 


business and eliminate work. 


The display case, with list of assortments, is 
shown on the following pages. 


ee 


| Side view, showing storage capacity for stock 
28 
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Utica Counter and Window Display Boards" 


Small Display Boards such as the above are for counter and window 
display and are mounted with any twelve tools from the Urica line 
without any extra charge to the dealer for mounting. We will mount 
any assortment of our regular numbers that may suit your requirements. 


Contents of Utica Plier Counter Case No. 3, shown On opposite page 


Tool No. : Tool No. 


50— 4” vie 6” es g” 1950— 6” his id a 
1 °E!- 23222 oe eae ipa 3-2 lools 
700— 7” ggg. 534” 64" 
3 ‘Tools i t- "Took 
2050— 5” 6” 7” 9g” 777— 6%” 6%” 
» aide” wees Meo ry Bir ey 1 1. - Feols 
49. 4” 414” 5” 5%” 6” 6%” 65— AY 44” 5 
Yea) 2 : Lard 2 Tools 
Poses ck”: ..7". 8” 107 ; ee. 5%" 6%” 7" 
ewer 2a) oe 2 Tools it 2 2 Tools 
6000— 7” 9” 25— 5” 5%” 
2 2 Ze Boole eat hy 3+ Does ees 


Total number of Tools, 72 


Utica Pliers —“The Stindard of the World” 
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Utica Standard Tinners’ Snips 


Utica Drop Forged Steel Standard Tinners’ Snips. Bar Tool Steel 
Welded on Steel Drop Forgings 


UNBREAKABLE STEEL DROP FORGING 


HAND FORGED ENGLISH 
BAR TOOL STEEL 
SHAPED FOR BLADE 


UNBREAKABLE STEEL 
DROP FORGING. AND BAR TOOL STEEL. READY! FOR WELD 


o WELDING PROCESS COMPLETED 
COMBINING FORGING AND BAR TOOL STEEL 


FINISHED STEEL DROP FORGE! -BLAD 


As nothing is so severely tested as a Tinners’ cutting tool, we use better stock, 
take more care in hardening, tempering, grinding and finishing, employing the 
very best mechanics, trained experts—every one a master of his craft. 

The Urica Tinners’ Snip Handles are properly proportioned and the bows 
shaped to fit the hand; the leverage obtained by being well balanced increases the 
cutting power and takes all strain from the wrist, allowing constant use without 
fatigue. 

By reason of our factory tests, we know that the Urica Standard Tinners’ Snips 
are absolutely the very best, each pair warranted with an unlimited guarantee, to 
cut easier, wear better and stay sharp longer than any other make. 
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Utica Drop Forged Steel Standard 
Regular Tinners’ Snips 
Bar Tool Steel Laid Blades— Blue Finish Handles 


Number ic..85. ae 6% is 8 9 10 11 12 
Full Gehethes he eee 3” ag. 1a? 9” 8 
Length of Cut haa oe 4%" 4” 3%” a0 g2,° ~~" Bat a 


The Length of Cut is the Standard Cutting Edge of Blade 


Utica Drop Forged Steel Standard 
Circular Blade Tinners’ Snips a 
Bar Tool Steel Laid Blades—Blue Finish Handles 


Numbetice 3.5004. 6%4CB -: .7CB 8CB 9CB 10CB 11CB 12CB 
Full Length... 15%" 14” 13” 12” 11” 9” g” 
Length of Cut....... 4” 4” 3%” i Ay Ath ye Sg 


The Length of Cut is the Standard Cutting Edge of Blade 


Utica Drop Forged Steel Standard 
Handy Tinners’ Snips 


Bar Tool Steel Laid Blades— Blue Finish Handles 
This Snip is adapted for Cornice Makers, and is an all-around Combination Tool, 
cutting circular, straight and irregular shapes 


Number. ..5..05000000 3 es 17 18 13 110 
Full Lengthic 2 14” t. 12” r17, 
Length of Cit’ 2.ctccek ne 4” 3%” is 234” 
The Length of Cut is the Standard Cutting Edge of Blade 
31 
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